Goss  Memorial  Reformed   Church,   Akron,  Ohio 


This  modem  church  building  is  located  in 
the  Kenmore  District,  Akron,  Ohio — "Where 
Florida  meets  Eleventh."  It  is  of  beautiful 
Gothic  architecture  and  was  dedicated  in 
1929  at  a  cost  of  $110,000.  It  is  "A  Friendly 
Church  with  a  Clear  Gospel  Message."  It 
believes  in  the  Inspired  Book,  the  Precious 
Blood,  and  the  Blessed  Hope. 
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